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Deputy Chief (DTCUKATIS) NS 
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Operational 

Soviet Military Defendant 
Document 


d October 1952 


1. Ittachnont (d) herewith la a copy of a certificate purportedly issued to 
Subject of RJA-JU156 by the 3ov±ets In 19 42. It excuses the bearer from adlitary 
service beeause of illness. ^ ) saw the original document. 
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ftfctanl'x^nt (d) to RJA-A-^ J£L 
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frans lotion of above doeunenfc front Russian to ISttflllch 


Carfc^y*afc«Mo£l60 IXio to cho nodioal testimony of 

“ ■-■■-aa==i the Medical Cosmleaioa bold on 

Shis is to certify that, due to 87. April 1942 under the Taohtaamkal 
sickness, the bearer io permanently Military Meerut tins Offioo, it la 
freed froa military service# reoognized tbat subject is fr*ed fro 

the military services according to 

This certifieab® is given .by: nara *1* Law "21" list of sicknesses 

Xachfcenukai Military fceeruitlrw *134* and will not be farther 
“"* .... «■ qjSj^ qg‘ considered* 

To Mr* floobsokov tfoa» con of 
Mom 19 fig ! — V^oto 

Toko ’of birth: 
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Autonon Ob lag t 
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oigrwi: noting Chief 
Taohtamukai Military 
hearuiting CiTfioo 

"10* April 1942 
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